Approved For Release 2000/08/16 : 


rem; The Firewel Co., Inc, 
(Contractor) 
~ftet De el 
Contracting Officer) 
FOIAb3b1 
Item Part 
_., Noe Neo. Qty. 
1 F1983 6 oe 
2 F9OS3e1 6 aes 
3 F2433e:1 2 oe 
4 F1L717261 6 ete 
5 F17171=1 6 L 
6 F240 Se] 1 
7 F243 5a] 1 
8 F9029 6 | 
9 F2520 6 ¢ 
Delivery; 


Prices are fair and reasonable and this 


Exhibit is hereby approved, ‘ Lu 


$ 60.08 : 


_si —__ 


(Contracting Officer) 


FOIAb3b1 


a 
4 , 
ra 


Approved For Release 2000/08/16 : CIA-RDP81B00878 


CIA-RDP81B00878R0005001 20136-9 


FOIAb3b1 


Exhibit Ne, 66278307 Te Contract: | 


Date: September 18, 1988 


is 
Unit Price Tetal Price 
$ .98 $ 5.88 
 $ .03 $ ..18 
ft $3.64 $ 7.28 
$2.61 $15.66 
$2.61 $15.66 
$5.98 $ 5.88 
$6.72 $ 6.72 
$ 134 $ 2.04 
$ .13 $ .78 


Augest 15, 1958 


(: 


Contractor warrants prices conform to the 
price formula in effect on date of this 
Exhibit, 


FOIAb3b1 


SIGNED; 


é 


